To: McKean, Deborahpnckean. deborah@epa.gov] 

From: OBrien, Wendy 

Sent: Tue 8/11/2015 1:59:38 AM 

Subject: FW: Gold King Water Quality Sampling - Preliminary Data 


Wendy O’Brien, DVM, PhD, DABT 

Toxicologist, Ecosystems Protection and Remediation 

USEPA Region 8 

1595 Wynkoop Street 

Denver, CO 80202 

Phone: 303.312.6712 
FAX: 303.312.7151 


From: McComb, Martin 

Sent: Monday, August 10, 2015 7:49 PM 

To: Hermann, Karl 

Cc: Graham, Richard; Pierce, Maggie; OBrien, Wendy; Keteles, Kristen 
Subject: Re: Gold King Water Quality Sampling - Preliminary Data 


The Environmental Unit is expected to develop a complete set of reporting requirements 
tomoiTow. I will have a data expert available tomorrow to record those requests and make it 
happen. 


We need to get organized, it would be great to do this once. 


M 


1804217 


ED 000552G 00000380-00001 



Sent from my iPhone 


On Aug 10, 2015, at 7:15 PM, Hermann, Karl < Hcrmann.Karl@epa.gov > wrote: 

Marty, 

Can we get a spreadsheet of the preliminary data for are data assessment? In e paosc.org all 
I see is a PDF of the results. 


Karl A. Hermann 

Monitoring and Assessment 

Water Quality Unit, Region 8 

U.S. Environmental Protection Agency 

1595 Wynkoop Street, Mailcode 8EPR-EP 

Denver, CO 80202 

303-312-6628 

hermann .karl @ epa . gov 
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